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GAZES, - 
hotographic Situilio, 


838 Market Street, opposite Fourth, 
SAN FRANCISCO. 


was 8S 


Medal awarded over ail Competitors for the Best Photographs 
at the State Fair, 1879. 


Medal awarded over ali Competitors for the Best Photographs 
at the Mechanics’ institute Fair, 1880. 


Saemee Necoiaenies 


JONES LOTZ. 


